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PROJECT  10073  RECORD  CARD 


a.  LOCATION 

Tocumen  Tower,  Panama  C,Z, 

IS.  CONCLUSIONS 

□ Wat  6oMoon 

0 Probobly  Baltou«i 

□ Posalbly  Balloon 

□ Was  Ai  rcrof t 

□ Probably  Aircroft 
O Possibly  Atrcroft 

'OC  Wos  Astfonoml col  VwnUS, 

D Prebobly  Astronomical 

□ Possibly  Astioitomical 

B Otb*r 

□ Inswfflciont  Dofo  for  Evaluation 

□ Unknown 

% DATI-TIMf  OROUP 
OMT 

A TYPE  OP  ORSERVATION 
X>0  GmunA- Visual  □ Gr0imrf*Rod«r 

□ Air* Intarcopf  Rodor 

% PNOTOf 

a Ym 

?OCH* 

irrsovn 

Tower  Operator,  Civilian 

7.  LIMOTM  OP.ORStRVATION 

1 hour,  17  minutes 

1.  NUMBER  OP  ORJECTS 

one 

f.  COURSE 

255  dgr  AZ 

llO.  IRtfP  SUMMARY  OP  SICNTtNO 

A round,  intensely  white  object 
approximately  20  inches  in  diameter 
was  sighted  23  dgrs  .above  horizon 
and  appeared  to  be  railing  slowly, 

1 

4 

* 

11.  COMMENTS 

Astro  plot,  using  observers  infor-j 
mation  (azimuth,  elevation,  and 
time)  indicates  that  the  planet 
Venus  was  at  almost  the  exact 
position  given. 

Confirmed  by  TWX  fm  Panama 
Canal  Zone  ns  Venus. 

ATie  rOKM  J3»  (IIBV  SBP  S3) 
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0 WPB(329  YDA019  TYB029  TPD0t  17CATA21!97C1.PA030 
PP  PJEDEK  RJEDWP  RJCPHO 
L’E  RJLPC  1A 
P 0604302 ■ 


M COMEP  C'AIKC)Al3ROOK  AFB  C7 
0 ^?JED£K/CO^ibp.  ACC  ENT  AFS  COI.O 

JEEWP/AIF  T£  CH  INTELl.ENGENCE  CENTEP  'J -P  AFN  OHIO 

jEPH'a/DiF  iktellengence  ho.  USAF  DC 


UNCLAS/FROM  OIN  K~lB5g 
FOB 

A.  ROUND  ^ 

3.  REPORTS  RANGEFROM  ^«WT  BALL  TO  TWO  FEET  IN  DIAMETER 

C.  lOTENSE  BRIGHT  YSLLOW  LIGHT 

D.  ONE 


lE.  N/A 

IF.  NOME 

IG.  NONE 

IH.  NONE 


C-'y 


^AGE  TWO  RJI  i Z . • 

II,  ICTENSITY  OF  LIGHT 

!A.  CONTROL  OPERATOR  AT  TOCUMEN  INTERNATIONAL  AIRPORT  REPUBLIC  OF 


twenty^ DEGREES  ON  CLINOMETER  WE, ST  SOUTf 


PANAi-tA,  SCANNING  3 .NY  NOTED  LIGHT  .CE 


?3.  Z0252  MEASURE 


TCCEMEN. 

?.C,  3121  7 MESURED  05  DEGREES  WEST  SOUTH  WE.ST, 


/ 

IK  WirsT/. 


(■ 


It-,  FALLING  SLOWLY  TO  HO.EXEON 

P 

2E.  ENTERED  CLOUD ^ „ 

3F.  ^NE  HOUR  SIXTEEN  MINUT^ 


^ / 


cpryt^iTv  UTciTrAi 
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ft 


-.A-  « t 


33 
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4A.  0S02352  TO  062121? 
A3.  NIGHT 


5.  TOCUMEN  TOWER  AND  ALBROOK  AFS 

AGE  39  SAN  TRANACISCO  STREET  4HHR  PANAMA  CITY 
R.J0.  TOWER  OPERATOR  • 

65.  1ST  LT  JOSEPH  WOLF 
CAPT  DALLAS 

AMN  3/C  WILLIAM  E NIGHT 
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PAGE  THREE-  RJLPC  lA 

AIR  TRAFFIC  CONTRQl.l,»'P  ' 1978  AACS  SO 
RELIABLE 

7 A.  WIND  CA1J1  CUMULUS  DISSAPATINSIBILITY  UNLIMITED 

7B.  SURFACE  CALM  6000  - 170/6  J 10,000  - 1A0/11  ; 16,000  - 

120/6  } 20,000  - CALM  J 30,000  - 290/6  ; 50,000  - 030/0U.  UNLIMITED 

/ 

7E.  THIN  BROKEN 

n 

7F*  1C0  MILES  TO  NORTHEAST 

S.  NONE 
9.  RADA 
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JEOQP  HUS  WPB0 12YDA004  TYB01^4^TDB009ZCATA009ZCLP%il^ 
PP  RJEDEN  RJEDWP' 
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RE  RJLPC  iA 
P 0703i8Z 


‘fer 


IM  COMDR  CAIRC  ALBROOK  AFB  CZ  ^ 

TO  RJEDEN/COMOR  ADC  ENT  AFB  COLORADO  SPRINGS  COLOO  (3^4' 

RJEDWP/COMDR  AIR  TECH  INTELLIGENCE  CENTER  VPAFB  OHIO 

* 

RJEPHQ/D I RECTOR  OF  INTELLIGENCE  KQ  USAF  WASHDC 
BT 

UNCLASSIFIED  IN  X-1099.  UFOB}  lA  ROUND}  IB  APPROX  20  INCHES;  1C 
INTENSE  WHITE;  ID  ONE;  IE  N/A;  IF  NONE;  16  NONE;  IK  NONE;  II  INTENSITY 
OF  LIGHT;  2A  TOWER  OPERATOR' AT  TOCUNEN' INTERNATIONAL  AIRPORT  SCANNING 
SKY.  SIGHTED  WHAT  APPEARED  TO  BE  SAME  OBJECT  REPORTED  5 OCTOBER  57 
IN  CAIRC  TWX  OIN  K1058;  2B  062323Z  AT  23  DEGREES  ELEVATION-  255  DEGREES 
AZIMUTH;  2C  070040Z  AT  ^ DEGREES  ELEVATION^  255  DE^EES  AZIMUTHy 
2D  255  DEGREES  AZIMUTH.  APPEARED  TO  BE  FALLING  SLOWLY:  2E  ENTERED 


CLOUD;  2F 

;glNOCUL^ 


3C  N/A;  4A  072323Z; 


3A  GROUND  VISUAL;  3B  7X50 


DUSK;  5 TOCUMEN  TOWER;  SA 


1^. 


39;  SAN 
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PAGE  TWO  RJLP 


FRANCISCO 


I.  -> 

c* 


/ 


^ PANAMA  CITY,  5B  N/A;  7A  061S00R  CEILING  1^000  FEET, 
SCATTERED,  HIGH  OVERCAST,  VISIBILITY  12  MILES,  WINDS  CALM*  7B  AT 
SURFACE  323/6,  6000  - 270/6,  10000  - 230/4,  1<»00  - 200/10. 

^ i ' J:  i.T  d - - ■ - - - * 


• - - 4 * 


170/12,  30000  - 140/6,  30000  -*080/8j  1S00R  OBSERVATION j 7C  15000 
FEETj  7D  12  MILES)  7E  7 TO  8 TENTHS,  7F  SCATTERED  CUMULUS  EAST  OF 
ALBROOk  AFB  AT  4000  FEET)  8 NONE  ) 9 AD  RADAR  SITE  CONTACTED  AND  ASKED 
TO  SEARCH  AREA  - RESULTS  NEGATIVE)  10  NO  IFR  IN  AREA  IN  QUESTION)  11 
DIRECTOR  OF  INTELLIGENCE,  CAIRC)  NO  EXPLAINATION,  THIS  IS  SECOND 

NIGHT  IN  ROW  SAME  SIGHTING  HAS  BEEN  REPORTED,  REFERENCE  CAIRC  OIN 
K1058.  12  NONE. 
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J£CWP  H029  WPD179 
RR  RJEDEN  RJ 


92K  TYD1S2  TDE177CZCATA0912CUei51 


ZOY 

i4KA0  iS 

RR  RJEDEN  RJElXiP  RJEPHQ 
DE  RJLPNK  9 
R 092000  ZEX 


FM  COMDR  CAIRCr  ALBROOK  AFB  CZ 


TO  RJEDEN/COMDR  ENT  AFB  COLO 
INFO  RJEDWP/COMDR  ATIC  WPAFB  OHIO 
RJEPHQ/DIRECTOR  INTELLIGENCE  HEDUSAF  WASHDC 


1103. 


R£F»MOih10klB<loiUiFOB  MESSAGES  OIN  K105s/aND  K1059,' OBJECT 


INOENTIFIED 


NET  VENUS. 


1 c 


•>  .'i.  ? > 


.A 


ci.  -A 


C 9/20 35 Z OCT  RJLPNK 
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